505 

Program Availability List 



^ / ^^^^^^ 



JUNE 15, 1969 



••** 92 COMPUTER LITERATURE ♦#*» 



PUBLICATION 


VERSION 


PRICE 


NUMBER 


DATE 




900505C 


6/65 


2.50 


900683B 


1965 


C 


900864B 


6/66 


6.00 


90Q878B 


5/66 


6.00 


900887A 


4/65 


5.75 


900887A 


8/65 


* 


900921B 


7/65 


16,00 


900922A 


3/66 


5.00 


900925A 


4/65 


4.00 


900975A 


6/65 


2.00 


900975A 


2/66 


m 


900976A 


6/65 


2.00 


900976A 


2/66 


• 


900984B 


12/65 


2.00 


901059A 


10/65 


.75 



TITLE 



92 INTEGRATED COMPUTER REFERENCE MANUAL 

92 COMPUTER INSTALLATION DATA 

92 COMPUTER TECHNICAL MANUAL 

92 COMPUTER EXAMINER DIAGNOSTIC SYSTEM TECHNICAL MANUAL 

92 COMPUTER LOGIC DIAGRAMS 

92 COMPUTER LOGIC DIAGRAMS (REV. PKG. ) 

92 COMPUTER GENERAL REFERENCE DRAWINGS 

92 COMPUTER MODULE REFERENCE MANUAL 

92 COMPUTER LOGIC EQUATIONS MAIN FRAME AND MEMORY 

92 MEMORY A# LOGIC LAYOUTS 2K# 4K, 8K 

92 MEMORY A* LOGIC LAYOUTS 2K, 4K, 8K (REV. PKG.) 

92 COMPUTER INTFRFACE DESIGN MANUAL 

92 MEMORY B, LOGIC LAYOUTS 16K AND 32K (REV. PKG.) 

92 COMPUTER INTERFACE DESIGN MANUAL 

91601 DMC LOGIC DIAGRAMS FOR 92 COMPUTER 



•**# 910 COMPUTER LITERATURE *«** 



PUBLICATION 


VERSION 


PRICE 


NUMBER 


DATE 




900003C 


4/65 


3.00 


900004D 


5/66 


9.00 


900008C 


4/66 


3.25 


900018G 


3/67 


4.65 


90001 9C 


9/64 


4.50 


900019C 


12/65 


* 


900029E 


4/66 


8.75 


900506G 


3/69 


3.50 


900530C 


6/67 


1.75 


900551C 


4/66 


21.00 


900566C 


7/67 


2.75 


900569B 


11/65 


2.00 


900587B 


7/66 


1.50 


900616D 


4/68 


3.00 


900650A 


1965 


C 


900688C 


7/67 


4*25 


900699C 


11/66 


1.50 


900818B 


4/66 


2.00 


900818B 


- 


■ 


900822A 


11/65 


6.50 


900827B 


10/67 


17.00 


90Q997B 


7/66 


1.00 


901022C 


10/67 


2.75 


•901023A 


11/65 


1.75 


901043A 


11/65 


1.25 


901044A 


11/65 


1.50 


901045B 


2/67 


3.75 


901046B 


10/67 


2.50 


9010469 


4/68 


- 


901046B 


6/68 


m 


901048B 


1/66 


1.25 


901056A 


10/65 


.75 


901056A 


1/66 


- 


901107B 


10/66 


4.50 


90U08C 


7/67 


2.00 


90U08C 


4/68 


m 


901109A 


4/68 


5.00 


901504A 


7/68 


3.00 



TITLE 



900 SERIES FORTRAN II REFERENCE MANUAL 

910 COMPUTER THEORY OF OPERATION 

910 COMPUTER REFERENCE MANUAL 

910/925 PROGRAMMED OPERATIONS TECHNICAL MANUAL 

910/925 EXAMINER DIAGNOSTIC SYSTEM 

910/920 EXAMINER DIAGNOSTIC SYSTEM (REV. pkq. J 

910/920 COMPUTER REFERENCE DRAWINGS 

SYMBOL/METASYMBOL REFERENCE MANUAL 

9120 «Yi BUFFER LOGIC DIAGRAMS CURRENT AND HISTORY FOR 910/920 
910 COMPUTER LOGIC LAYOUTS 

MONARCH REFERENCE MANUAL 

910/920 MEMORY ADJUSTMENT AND MAINTENANCE GUIDE 

900 SERIES FORTRAN II OPERATIONS MANUAL 

MONARCH TECHNICAL MANUAL 

910 COMPUTER INSTALLATION DATA 

SDS 900 SERIES SYMBOL TECHNICAL MANUAL 

ALGOL 60 REFERENCE MANUAL 

PROJECT MANAGEMENT SYSTEM REFERENCE MANUAL 

ADDENDA TO SDS PROJECT MANAGEMENT SYSTEM 

PROJECT MANAGEMENT SYSTEM TECHNICAL MANUAL 

METASYMBOL TECHNICAL MANUAL 

SORT/MERGE REFERENCE MANUAL 

SDS BUSINESS LANGUAGE REFERENCE MANUAL 

SDS PINT REFERENCE MANUAL 

BUSINESS LANGUAGE TECHNICAL MANUAL 

SORT/MERGE TECHNICAL MANUAL 

SDS ADAPT PART PROGRAMMING REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL (REV. PKG. 1) 

SDS MANAGE REFERENCE MANUAL (REV. PKG. 2) 

900 SERIES REAL TIME FORTRAN II TECHNICAL MANUAL 

9121 INTERLACE LOqIC DIAGRAMS FOR 910/920 COMPUTERS 

9321 INTERLACE LOGIC DIAGRAMS FOR 910/920 COMPUTERS (REV. PKG.) 

FORTRAN IV REFERENCE MANUAL 

REAL TIME MONITOR REFERENCE MANUAL 

REAL TIME MONITOR REFERENCE MANUAL (REV. PKG.) 

REAL-TIME MONITOR TECHNICAL MANUAL 

EXTENDED PROJECT MANAGEMENT SYSTEM REFERENCE MANUAL 



7-01 



SDg 

Program Availability List 



JUNE 15, 1969 



*«*» 920 COMPUTER LITERATURE •••• 



PUBLICATION 


VERSION 


PRICE 


NUMBER 


DATE 




900003C 


4/65 


3.00 


900005D 


3/66 


8.40 


900009C 


12/65 


2.25 


900019C 


9/64 


4.50 


900019C 


12/65 


■ 


900020F 


3/67 


3.80 


900029E 


4/66 


8.75 


900065C 


1/65 


m 


900506G 


3/69 


3.50 


900530C 


6/67 


1.75 


900552C 


1/66 


9.00 


900566C 


7/67 


2.75 


9005698 


11/65 


2.00 


900587B 


7/66 


1.50 


900616D 


4/68 


3.00 


900651B 


1965 


C 


900688C 


7/67 


4*25 


900699C — 


- 11/66 - 


-1.50 


900818B - 


— 4/66 — 


-2.00 


9008188 


• 


• 


900822A __ 


-11/65- 


- 6.50 


900827B 


10/67 


17.00 


900997B — 


— 7/66 - 


-1.00 


901022C — 


-10/67 — 


-2.75 


901023A 


11/65 


1.75 


901043A — - 


-11/65 — 1.25 


901044A — 


-11/65- 


-1*50 


901045B 


2/67 


3.75 


901046B ■- 


■ 10/67— 


■ 2.50 


901046B — 


4/68— 


- 


901046B 


_~6/6R - 


— • 


901048B 


1/66 


1*25 


901056A 


10/65 


.75 


901056A 


1/66 


m 


901107B 


10/66 


4.50 


901108C 


7/67 


2.00 


901108C 


4/68 


m 


90H09A 


4/68 


5.00 


901504A — 


- 7/68^ 


■ 3.00 



TITLE 



900 SERIES FORTRAN II REFERENCE MANUAL 

920 COMPUTER THEORY OF OPERATION 

920 COMPUTER REFERENCE MANUAL 

910/980 EXAMINER DIAGNOSTIC SYSTEM 

910/920 EXAMINER DIAGNOSTIC SYSTEM (REV. PKG.) 

920/930 PROGRAMMED OPERATORS 

910/920 COMPUTER REFERENCE DRAWINGS 

920/930 FORTRAN II 4K BASIC SYSTEM TECHNICAL MANUAL 

SYMBOL/METASYMBOL REFERENCE MANUAL 

9120 'Y» BUFFER LOGIC DIAGRAMS CURRENT AND HISTORY FOR 910/920 

920 COMPUTER LOGIC LAYOUTS 

MONARCH REFERENCE MANUAL 

910/920 MEMORY ADJUSTMENT AND MAINTENANCE GUIDE 

900 SERIES FORTRAN II OPERATIONS MANUAL 

MONARCH TECHNICAL MANUAL 

920 INSTALLATION DATA 

SDS 900 SERIES SYMBOL TECHNICAL MANUAL 

ALGOL 60 REFERENCE MANUAL 

PROJECT MANAGEMENT SYSTEM REFERENCE MANUAL 

ADDENDA TO SDS PROJECT MANAGEMENT SYSTEM 

PROJECT MANAGEMENT SYSTEM TECHNICAL MANUAL 

METASYMBOL TECHNICAL MANUAL 

SORT/MERGE REFERENCE MANUAL 

SDS BUSINESS LANGUAGE REFERENCE MANUAL 

SDS PINT REFERENCE MANUAL 

BUSINESS LANGUAGE TECHNICAL MANUAL 

SORT/MERGE TECHNICAL MANUAL 

SDS ADAPT PART PROGRAMMING REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL (REV. PKG. 1) 

SDS MANAGE .REFERENCE MANUAL (REVt PKG, 2) 

900 SERIES REAL TIME FORTRAN II TECHNICAL MANUAL 

9321 INTERLACE LOGIC DIAGRAMS FOR 910/920 COMPUTERS 

9321 INTERLACE LOGIC DIAGRAMS FOR 910/920 COMPUTERS {REV. PKG.) 

FORTRAN IV REFERENCE MANUAL 

REAL TIME MONITOR REFERENCE MANUAL 

REAL TIME MONITOR REFERENCE MANUAL (REV. PKG.) 

REAL-TIME MONITOR TECHNICAL MANUAL 

EXTENDED PROJECT MANAGEMENT SYSTEM REFERENCE MANUAL 



900003C 


4/64 


3.00 


900018G 


3/67 


4.65 


900099B 


12/66 


3.75 


900506G 


3/69 


3.50 


900557D 


4/66 


15.00 


900561A 


12/65 


3.50 


900566C 


7/67 


2.75 


900587B 


7/66 


1.50 


900608B 


3/65 


1.00 


900616D 


4/68 


3.00 


900619C 


1/67 


18.00 


900623C 


2/66 


15.00 


900631A 


3/65 


3.00 


900633A 


6/66 


6.75 


9006*9A 


4/65 


6.50 


900684A 


1965 


C 


900688C 


7/67 


4*25 


900689A 


2/65 


2.50 


900697B 


12/65 


1*25 



**** 925 COMPUTER LITERATURE **•• 

900 SERIES FORTRAN II REFERENCE MANUAL 

910/925 PROGRAMMED OPERATIONS TECHNICAL MANUAL 

925 COMPUTER REFERENCE MANUAL 

SYMBOL/METASYMBOL REFERENCE MANUAL 

925/930/9300 TMCC INPUT/OUTPUT LOGIC DIAGRAMS 

925/930/9300 COMPUTER INTERFACE DESIGN MANUAL 

MONARCH REFERENCE MANUAL 

900 SERIES FORTRAN II OPERATIONS MANUAL 

925/930 COMPUTER BASIC INTERRUPT LOGIC LAYOUTS 

MONARCH TECHNICAL MANUAL 

925/930/9300 COMPUTER GENERAL REFERENCE DRAWINGS 

925/930/9300 COMPUTER REFERENCE DRAWINGS 

925 COMPUTER MAIN FRAME AND MEMORY LOGIC EQUATIONS* PRELIMINARY 

925 COMPUTER TECHNICAL MANUAL 

925 COMPUTER EXAMINER DIAGNOSTIC SYSTEM TECHNICAL MANUAL 

925 COMPUTER INSTALLATION DATA 

SDS 900 SERIES SYMBOL TECHNICAL MANUAL 

925/930/9300 INTERNAL MEMORY STACK TROUBLE SHOOTING GUIDE 

91602 DATA MULTIPLEX CHANNEL FOR 925/930/9300 LOGIC DIAGRAMS 



7-02 



5DS 

Program Av8 i,a bility List 



JUNE 15, 1969 



**** 925 COMPUTER LITERATURE **** 



PUBLICATION VERSIBN PRICE 
NUMBER DATE 



TITLE 



900699C 


11/66 


1*50 


900818B 


4/66 


2»00 


900818B 


m 


— 


900823A 


11/65 


6.50 


900827B 


10/67 


17.00 


900844B 


12/65 


1.25 


900845B 


12/65 


1.00 


900852A 


3/66 


6.00 


900853A 


4/66 


5.00 


900876A 


12/65 


8.50 


900876A 


2/66 


- 


900997B 


7/66 


1.00 


901022C 


10/67 


2.75 


901023A 


11/65 


1.75 


901043A 


11/65 


1.25 


901044A 


11/65 


1.50 


901045B 


2/67 


3.75 


901046B 


10/67 


2.50 


901046B 


4/68 


• 


901046B 


6/68 


■I 


901048B 


1/66 


1.25 


901089A 


1966 


C 


901107B 


10/66 


4.50 


901108C 


7/67 


2.00 


90U08C 


4/68 


« 


901109A 


4/68 


5.00 


9015Q4A 


7/68 


3.00 



ALG6L 60 REFERENCE MANUAL 

PRBJECT MANAGEMENT SYSTEM REFERENCE MANUAL 

ADDENDA TB SDS PROJECT MANAGEMENT SYSTEM 

PR8JECT MANAGEMENT SYSTEM TECHNICAL MANUAL 

METASYMBBL TECHNICAL MANUAL 

91712-1 DATA SUBCHANNEL DSC-II LBGIC DIAGRAMS 

91711 DATA SUBCHANNEL DSC-I LBGIC DIAGRAMS 

91711 DATA SUBCHANNEL DSC-I TECHNICAL MANUAL 

91712 DATA SUBCHANNEL DSC-II TECHNICAL MANUAL 
925 CBMPUTER LBGlC DIAGRAMS AND SCHEMATICS 

925 CBMpUTER LBGlC DIAGRAMS AND SCHEMATICS (REV. PKG. 

S8RT/MERGE REFERENCE MANUAL 

SDS BUSINESS LANGUAGE REFERENCE MANUAL 

SDS PINT REFERENCE MANUAL 

BUSINESS LANGUAGE TECHNICAL MANUAL 

S8RT/ M ERGE TECHNICAL MANUAL 

SDS ADAPT PART PRBGRAMMING REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL (REV. PKG. 1) 

SDS MANAGE REFERENCE MANUAL (REV. PKG. 2) 

900 SERIES REAL TIME FBRTRAN II TECHNICAL MANUAL 

91711/91712 DSC-I/II INSTALLATIBN DATA 

FBRTRAN IV REFERENCE MANUAL 

REAL TIME M8NITBR REFERENCE MANUAL 

REAL TIME M8NITBR REFERENCE MANUAL (REV. PKG. ) 

REAL-TIME MBNITBR TECHNICAL MANUAL 

EXTENDED PRBJECT MANAGEMENT SYSTEM REFERENCE MANUAL 



930 CBMPUTER LITERATURE 



900003C 


4/67 


3.00 


900020F 


3/67 


3.80 


900064E 


2/67 


2.50 


900064E 


18/68 


• 


900064E 


2/69 


«■ 


900065C 


1/65 


■ 


900066C 


2/66 


7.75 


900097D 


9/64 


13.50 


900097B 


10/64 


10.00 


900506G 


3/69 


3.50 


900557D 


4/66 


15.00 


900561A 


12/65 


3.50 


900566C 


7/67 


2.75 


900587B 


7/66 


1.50 


900592C 


7/66 


10.50 


900608B 


3/65 


1.00 


900616D 


4/68 


3.00 


900619C 


1/67 


18.00 


900620C 


3/66 


7.75 


900623C 


2/66 


15.00 


900636B 


5/65 


4*00 


900648C 


1965 


C 


900688C 


7/67 


4.25 


900689A 


2/65 


2.50 


900697B 


12/65 


1.25 


900699C 


11/66 


1.50 


900818B 


4/66 


2.00 


900818B 


— 


— 


900822A 


11/65 


6.50 


900827B 


10/67 


17.00 



900 SERIES FBRTRAN II REFERENCE MANUAL 

920/930 PRBGRAMMED 8PERAT6RS 

930 C8MPUTER REFERENCE MANUAL 

930 CBMPUTER REFERENCE MANUAL (CBRRECTIBNS) 

930 CBMPUTER REFERENCE MANUAL (C8RRELATIBNS } 

920/930 FBRTRAN II 4K BASIC SYSTEM TECHNICAL MANUAL 

930 CBMPUTER TECHNICAL MANUAL 

930 EXAMINER DIAGN8STIC TECHNICAL MANUAL (VQL.l) 

930 EXAMINER OIAGNBSTIC TECHNICAL MANUAL (VfiL.H) 

SYMB6L/METASYMB6L REFERENCE MANUAL 

925/930/9300 TMCC INPUT/8UTPUT LBGIC DIAGRAMS 

925/930/9300 CBMPUTER INTERFACE DESIGN MANUAL 

M8NARCH REFERENCE MANUAL 

900 SERIES FBRTRAN II 6PERATI6NS MANUAL 

930 CBMPUTER CENTRAL PR6CESS6R LBGIC LAYByTSJ 106407) 

925/930 C8MPUTERS BASIC INTERRUPT LBGIC LAY8UTS 

MBNARCH TECHNICAL MANUAL 

925/930/9300 CBMPUTER GENERAL REFERENCE DRAWINGS 

930/9300 MEM6RY LBGIC DIAGRAMS (107158) 

925/930/9300 CBMPUTER REFERENCE DRAWINGS 

930 CBMPUTER MAIN FRAME ADD MEM8RY LBGIC EQ'JATIBNS 

930 CBMPUTER INSTALLATIBN DATA 

SDS 900 SERIES SYMB6L TECHNICAL MANUAL 

925/930/9300 INTERNAL MEMSRY STACK TRBUBLE SH88TING GUIDE 

91602 DATA MULTIPLEX CHANNEL FBR 925/930/9300 LBGIC DIAGRAMS 

ALGAL 60 REFERENCE MANUAL 

PRBJECT MANAGEMENT SYSTEM REFERENCE MANUAL 

ADDENDA TB SDS PRBJECT MANAGEMENT SYSTEM 

PRBJECT MANAGEMENT SYSTEM TECHNICAL MANUAL 

METASYMBBL TECHNICAL MANUAL 



7-03 



5D5 

Program Availability List 



JUNE 15, 1969 



**** 930 COMPUTER LITERATURE **** 



PUBLICATI8N 


VERSION 


PRICE 


NUMBER 


DATE 




900844B 


' 12/65 


1.25 


900845B 


12/65 


1»00 


900852A 


3/66 


6t00 


900853A 


4/66 


5.00 


900865A 


8/65 


1»75 


900997B 


7/66 


1.00 


901022C 


10/67 


2.75 


901023A 


11/65 


1.75 


901043A 


11/65 


1*25 


901044A 


11/65 


1.50 


901045B 


2/67 


3.75 


901046B 


10/67 


2.50 


901046B 


4/68 


• 


901046B 


6/68 


• 


9010483 


1/66 


1.25 


901089A 


1966 


C 


901100A 


9/65 


• 25 


901107B 


10/66 


4.50 


90U08C 


7/67 


2.00 


901108C 


4/68 


* 


901109A 


4/68 


5.00 


901504A 


7/68 


3.00 



TITLE 

91712.1 DATA SUBCHANNEL DSC»H LOGIC DIAGRAMS 
91711 DATA SUBCHANNEL DSC.J LOGIC DIAGRAMS 

91711 DATA SUBCHANNEL DSC. I TECHNICAL MANUAL 

91712 DATA SUBCHANNEL DSCil TECHNICAL MANUAL 
930/9300 MEMORIES TROUBLE SHOOTING MANUAL 
SORT/MERGE REFERENCE MANUAL 

SOS BUSINESS LANGUAGE REFERENCE MANUAL 

SDS PINT REFERENCE MANUAL 

BUSINESS LANGUAGE TECHNICAL MANUAL 

SORT/MERGE TECHNICAL MANUAL 

SDS ADAPT PART PROGRAMMING REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL 

SDS MANAGE REFERENCE MANUAL (REV. PKG. 1) 

SDS MANAGE REFERENCE MANUAL (REV. PKG. 2) 

900 SERIES REAL TIME FORTRAN II TECHNICAL MANUAL 

91711/91712 DSC-I/II INSTALLATION DATA 

91903 32K MEMORY* DIRECT ACCESS SYSTEM LOGIC DIAGRAMS CURRENT/HISTORY 

FORTRAN IV REFERENCE MANUAL 

REAL TIME MONITOR REFERENCE MANUAL 

REAL TIME MONITOR REFERENCE MANUAL (REV. PKG.) 

REAL-TIME MONITOR TECHNICAL MANUAL 

EXTENDED PROJECT MANAGEMENT SYSTEM REFERENCE MANUAL 



900620C 


3/66 


7* 


75 


90C050F 


3/67 


5. 


25 


9005063 


3/69 


3 


,50 


900513C 


2/66 


2 


.75 


900557D 


4/66 


15 


• 00 


900561A 


12/65 


3. 


50 


900566C 


7/67 


2 


.75 


900570A 


4/65 


5 


00 


900593B 


8/65 


5< 


00 


900594B 


11/64 


3 


.00 


900616D 


4/68 


3 


.00 


900619C 


1/67 


18 


.00 


90C623C 


2/66 


15 


.00 


90Q624B 


2/66 


25 


.00 


900628A 


1965 






900629C 


1965 






900646B 


5/65 


1 


• 50 


90Q646B 


8/65 






900652B 


10/67 






900680B 


2/66 


14 


• 00 


900687B 


11/66 


5 


• 00 


900689A 


2/6B 


2 


• 50 


900697B 


12/65 


1 


• 25 


900699C 


11/66 


1 


• 50 


900818B 


4/66 


2 


• 00 


9008188 


■ 






900822A 


11/65 


6 


• 50 


900827B 


10/67 


17 


.00 


900844B 


12/65 


1 


• 25 


900845B 


12/65 


1 


.00 


900852A 


5/66 


6 


.00 


900853A 


4/66 


5 


.00 


900865A 


8/65 


1 


.75 


900882A 


6/65 


1 


.75 


900883A 


8/65 


5 


.25 


900884B 


6/67 


9 


.75 


900997B 


7/66 


1 


.00 


901022C 


10/67 


2 


.75 


901028A 


1/67 


4 


.75 


901043A 


11/65 


I 


.25 


901044A 


11/65 


t 


.50 


901046B 


10/67 


2 


• 50 


901046B 


4/68 






901046B 


6/61 






901089A 


1966 


C 


90H07B 


10/66 


4 


• 50 



«••• 9300 COMPUTER LITERATURE «•♦* 

930/9300 MEMORY LOGIC DIAGRAMS (107158) 

9300 COMPUTER REFERENCE MANUAL 

SYMBOL/METASYMBOL REFERENCE MANUAL 

9300 MONITOR REFERENCE MANUAL 

925/930/9300 TMCC JNPUT/OUTPUT LOGIC DIAGRAMS 

925/930/9300 COMPUTER INTERFACE DESIGN M ANUAL 

MONARCH REFERENCE MANUAL k , M ,n. w 

9300 COMPUTER THEORY OF OPERATION MANUAL* PRELIMINARY 

9300 COMPUTER OPCODE DESCRIPTION* PRELIMINARY 

9300 LOGIC EQUATIONS FOR MAIN FRAME AND MEMORY 

MONARCH TECHNICAL MANUAL 

925/930/9300 COMPUTER GENERAL REFERENCE DRAWINGS 

925/930/9300 COMPUTER REFERENCE DRAWINGS 

9300 COMPUTER EXAMINER DIAGNOSTIC SYSTEM TECHNICAL MANUAL 

9300 MULTEST MAINTENANCE INSTRUCTIONS 

9300 COMPUTER INSTALLATION DATA 

9300 COMPUTER BASIC INTERRUPT LOGIC DIAGRAMS 

9300 COMPUTER BASIC INTERRUPT LOGIC DIAGRAMS (ADD.) 

9300 REFERENCE DATA CARD 

9300 COMPUTER LOGIC LAYOUT* CURRENT AND HISTORY 

9300 SYMBOL TECHNICAL MANUAL 

925/930/9300 INTERNAL MEMORY STACK TROUBLE SHOOTING GUIDE 

91602 DATA MULTIPLEX CHANNEL FOR 925/930/9300 LOGIC DIAGRAMS 

ALGOL 60 REFERENCE MANUAL 

PROJECT MANAGEMENT SYSTEM REFERENCE MANUAL 

ADDENDA TO SDS PROJECT MANAGEMENT SYSTEM 

PROJECT MANAGEMENT SYSTEM TECHNICAL MANUAL 

METASYMBOL TECHNICAL MANUAL 

91712-1 DATA SUBCHANNEL DSC"!! LOGIC DIAGRAMS 

91711 DATA SUBCHANNEL DSC-I LOGIC DIAGRAMS 
917U DATA SUBCHANNEL D8C»I TECHNICAL MANUAL 

91712 DATA SUBCHANNEL DSC-II TECHNICAL MANUAL 
930/9300 MEMORIES TROUBLE SHOOTING MANUAL 
FORTRAN IV 9300 OPERATIONS MANUAL 
FORTRAN IV 9300 TECHNICAL MANUAL 
9300 MONITOR TECHNICAL MANUAL 
SORT/MERGE REFERENCE MANUAL 

SDS BUSINESS LANGUAGE REFERENCE MANUAL M1 „ -n-un.-i. mimui 
93600 DIFFERENTIAL EQUATION SOLVER (DES-lj CONSOLE TECHNICAL MANUAL 
BUSINESS LANGUAGE TECHNICAL MANUAL 
SORT/MERGE TECHNJCAL MANUAL 
SDS MANAGE REFERENCE MANUAL 
SDS MANAGE REFERENCE MANUAL (REV* PKG. 1) 
SDS MANAGE REFERENCE MANUAL (REV* PKG* 2) 
91711/91712 D8C»I/II INSTALLATION DATA 
FORTRAN IV REFERENCE MANUAL 



7-04 



5D5 

Program Availability List 



JUNE 15, 1969 



**** 9300 COMPUTER LITERATURE **** 



PUBLICATION VERSION PRICE 



TITLE 



NUHBER 


OATE 


901108C 


7/67 


901108C 


4/68 


90U09A 


4/68 


901141A 


10/65 


901504A 


7/68 



2.00 REALTIME MONITOR RfffKtWCt WKWAL . •" 

REAL TIME MONITOR REFERENCE MANUAL (REV. PKG. ) 
5.00 REAL-TIME MONITOR TECHNICAL MANUAL 
2.00 DES*l DIFFERENTIAL EQUATIBN SBLVER (REF. 980065) 
3.00 EXTENDED PROJECT MANAGEMENT SYSTEM REFERENCE MANUAL 



#»** 9*SERIES QENERAL LITERATURE «•*• 



900000C 


10/65 


1 


,00 


900001C 


4/66 


2 


• 50 


900014B 


4/64 


3 


• 00 


9000J4B 


2/66 


2 


• 25 


900016C 


12/64 


1 


• 70 


900023B 


2/68 


3 


.00 


900031A 


6/63 


3 


.00 


900032B 


11/64 


6 


.50 


900041C 


12/65 


2 


.50 


900042A 


6/64 


1 


• 25 


900042A 


11/67 






900044B 


3/65 


8 


.00 


900049C 


1965 


( 




900055A 


11/64 


4 


^50 


900056A 


10/64 


10 


.00 


900057A 


10/64 


2 


.50 


900061A 


10/64 


3 


.00 


900076A 


10/65 


3 


.00 


900078C 


11/64 


3 


.00 


900083A 


5/65 


4 


.50 


900532A 


- 


1 


.25 


900534A 


m 


1 


• 00 


900535A 


1964 


2 


• 00 


900537B 


7/65 


1 


.00 


900538B 


7/65 


1 


• 00 


900541B 


5/65 


1 


.00 


900542B 


5/65 




.75 


900543B 


4/65 


1 


.00 


900544A 


7/64 


1 


.50 


900545B 


4/65 


1 


• 00 


9005463 


11/68 


1 


.00 


90C5*8A 


2/66 


1 


.50 


900553C 


1/65 


3 


.00 


900553C 


1/66 






900554A 


8/62 


4 


.20 


900556B 


4/68 




.75 


900560A 


11/64 


2< 


. 00 


900562C 


1968 






900563B 


1/66 


6« 


"oo 


900571B 


3/66 


6< 


00 


900572A 


12/64 


1. 


00 


900573A 


12/64 




75 


900574C 


8/66 


1 


.50 


900575A 


1965 






900596A 


4/67 


9i 


'oo 


900597C 


11/68 


2 


.25 


900605B 


1965 






900606B 


6/65 


3< 


00 


900606B 


* 






900607C 


1965 






900611C 


3/67 


1 


^00 


9006J2B 


4/65 


3. 


00 


900612B 


12/65 






900612B 


9/66 






900612B 


7/68 






900613A 


11/67 


6< 


. 00 


900614C 


1965 


C 




900615B 


1968 


C 




9006J7A 


7/68 


6. 


25 


900617A 


3/69 


■ 


■ 



pxl0,px10/pxl2 power supply technical manual 

px13,52.px15/14 and 15 power supply technical manual 

9146 mag tape system 15kc technical manual text vol. i 

9146 mag tape system 15kc technical manual drawings vol. ii 

9201 auto rower fail safe system technical manual 

9151/91510 card reader technical manual 

9156 card punch coupler system technical manual 

9172 line printer technical manual 

9149 high speed word input/output system technical manual 

9175/91750/9176/91760 graph plotter and coupler technical manual 

9175/91750/9176/91760 graph plotter and coupler (rev. pkg.) 

9161 drum memeory system service manual 

9175/91750/9176/9176 graph plotter installati8n data 

9157/91570 card puncw coupler system technical manual 

9174 a/b/c (oem) buffered 300 lpm printer tfchnical manual 

9174/9270 buffered line printer coupler technical manual 

9132,9133b*9134b/c#9136 (oem) tally 1521 tape perforator instr. manual 

9130/9230/9330 perforated tape reader, csuplfr 

ej20 system junction box technical manual 

9155 card reader - punch coupler technical manual preliminary 
9146 ls-15kc mag tape electronics logic diagrams 

9146 ps-15kc mag tape electronics logic diagrams 

9148 15kc mag tape control unit logic diagrams 

9149 high speed interlace logic diagrams 
9161,001 thru 004 drum memory logic 

9124 »y» buffer extension logic layouts current and history 
9328 priority interrupt and 9329 channels, c^gic diagrams 
9151/91510 card reader coupler logic diagrams 

9156 card punch coupler logic diagrams 
9126 signal coupler logic diagrams 

9155 card reader/punch coupler logic diagrams 

9121 interlace logic diagrams 

9132/4/7 punch and typewriter coupler lsgic d i agrams( 102166) 

9132/4/7 punch and typewriter coupler (rev. pkg.) 

digital mag tape recording fundamentals drawing manuals 

9130/9330 reader coupler logic diagrams (106480) 

ej3o system junction box technical manual 

9152 card reader 400 cpm installation data 

9246A/92461/92462/9346A MAG TAPE TRANSPORT MANUAL (OEM-AmPEX TM4J 
9150/9350 CARD READER AND COUPLER SERVICE MANUAL 
9135/92340 TAPE SPOOLER* OPERATION AND MAINTENANCE MANUAL 
9131/9230/9330/92340 TAPE READER OPERATION AND MAINTENANCE MANUAL 
9234 KEYBOARD PRINTER SET TECHNICAL MANUAL 

967o off-line control unit installation data 

RAPID ACCESS DATA FlLE* MODEL 9366 TECHNICAL MANUAL 
92280/92290 ARMING INTERRUPT LOGIC LAYOUTS CURRENT AND HISTORY 
9151/91510 CARD READER INSTALLATION 
92220 DACC I/O BUFFER LOGIC DIAGRAMS (107681) 
92220 DACC I/O BUFFER LOGIC DIAGRAMS (REV. PKG.) 
9239 TELETYPE PRINTER INSTALLATION DATA 
91500 MIC I/O BUFFER LOGIC DIAGRAMS 
93280/93290 PRIORITY INTERRUPT LOGIC DIAGRAMS 
93280/93290 PRIORITY INTERRUPT LOGIC DIAGRAMS (REV. PKG. • 1) 
93280/93290 PRIORITY INTERRUPT LOGIC DIAGRAMS (REV. PKG. ■ 2) 
93280/93290 PRIORITY INTERRUPT LOGIC DIAGRAMS (REV. PKG. ■ 3) 
RAPID ACCESS DATA FILE MODEL 9367 TECHNICAL MANUAL 

9155 COUPLER FOR IBM J622 CARD READER/PUNCH SYSTEM INSTALLATION DATA 
9164/9165 DISC STORAGE SYSTEMS INSTALLATION DATA 
9367 RAPID ACCESS DATA (RAD) FILE TECHNICAL MANUAL 
9367 RAPID ACCESS DATA (RAD) FILE (REV. PKG'. ) 
7-05 



IDS 

Program Availability List 
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**** 9-SERIES GENERAL LITERATURE **** 



PUBLICATION VERSION PRICE 
NUMBER DATE 



TITLE 



900621A 


6/66 


3.50 


900625C 


1966 


C 


900637B 


10/65 


3*00 


900641A 


9/66 


1.75 


9006439 


1965 


C 


900645B 


10/68 


2.00 


900647B 


10/65 


8.00 


900647B 


4/66 


• 


900659A 


12/64 


1.50 


900660A 


12/64 


1.50 


900660A 


1966 


• 


900661C 




C 


900662B 


1966 


C 


900663B 


1965 


C 


900664B 


1965 


C 


900667A 


7/65 


1.50 


900668A 


7/65 


1.75 


900670C 


1965 


C 


900671B 


9/66 


6.00 


900675A 


10/65 


3.25 


900678B 


1965 


C 


900685C 


9/65 


6.25 


900686A 


10/65 


1.00 


900690B 


1965 


C 


900695A 


11/65 


1.25 


900696B 


11/65 


7.25 


900696B 


2/69 


• 


900697B 


12/65 


1.25 


900698C 


1966 


C 


900707A 


4/65 


1.00 


900708A 


7/65 


.75 


900709A 


7/65 


1.50 


900710A 


5/65 


.75 


9007HA 


6/65 


♦ 75 


900711A 


8/68 


* 


900713A 


4/65 


1.00 


900800D 


1968 


c 


900801C 


1966 


c 


900804A 


1965 


c 


900805A 


1965 


c 


900807A 


1965 


c 


9008Q8C 


11/65 


■ .75 


90C909A 


11/65 


4*50 


900810A 


11/65 


4.50 


900811C 


1965 


C 


90C812B 


1965 


C 


900815C 


1965 


C 


900819B 


1965 


C 


900823B 


1965 


C 


900832A 


1965 


C 


9008333 


1965 


C 


900836A 


1965 


C 


900837A 


12/68 


4.25 


900838A 


6/66 


10.00 


900838A 


8/68 


- 


900843B 


1965 


C 


9008440 


12/66 


1.25 


900845B 


12/65 


1.00 


900846A 


3/65 


1.00 


900850A 


2/66 


4.00 


900851A 


12/65 


3.75 


900852A 


3/66 


6.00 


900853A 


4/66 


5.00 


900854A 


5/66 


3.00 


900855A 


1965 


C 


900856A 


1965 


C 


900858A 


8/66 


t.75 


9008598 


1/68 


1.75 


900860A 


5/67 


C 


900861A 


8/65 


.75 


900866A 


3/67 


6.00 


900867B 


7/68 


1*25 



9139B/9139C 1/8 KEYBOARD PRINTER (OEM IBMg4i»5182«2) TECHNICAL MANUAL 

9128/9129/9328/9329 PRIORITY INTERRUPT INSTALLATION DATA 

9470/9471/9570/9571* 2400 LPM BUFFERED PRINTER AND COUPLER TECH MANUAL 

92340 PERFORATED TAPE STATION TECHNICAL MANUAL 

9334/9339 KEYBOARD PRINTER/PAPER TAPE READER/PUNCH INSTALLATION DATA 

9201-B AUTOMATIC POWER FAIL SAFE OPTION SERVICE DATA 

9446/9448 MAGPAK SERIAL MAG TAPE SYSTEM TECHNICAL MANUAL 

9446/9448 MAGPAK SERIAL MAG TAPE SYSTEM (REV. PKG.) 

9157/91570 CARD PUNCH COUPLER LOGIC DIAGRAMS 

9270 LINE PRINTER COUPLER LOGIC DIAGRAMS 

9270 LINE PRINTER COUPLER REVISION PACKAGE 

9120/9124 "Y" BUFFER INSTALLATION DATA 

9132/3/4/7/8 PUNCH/TYPEWRITER COUPLER INSTALLATION DATA 

9136 PAPER TAPE PUNCH INSTALLATION DATA 

9139B/C I/O TYPEWRITER INSTALLATION DATA 

93280/93290 INTERRUPT CONTROL SYSTEM TECHNICAL MANUAL 

9228/9, 92280/90 INTERRUPT ARMING OPTION TECHNICAL MANUAL 

9121 INTERLACE INSTALLATION DATA 

9150 CARD READER COUPLER LOGIC DIAGRAMS 

9334/9339 TELETYPE ASR AND COUPLER TECHNICAL MANUAL 

9126 SIGNAL COUPLER INSTALLATION DATA 

92200/93200 TIME-MULTIPLEXED COMMUNICATIONS CHANNELS TECH MANUAL 

PX26, PX26/12 POWER SUPPLY TECHNICAL MANUAL 

9150 CARD READER INSTALLATION DATA 

92990/92992/MAM TECHNICAL MANUAL 

92220 DACC DIRECT ACCESS COMMUNICATION CHANNEL TECH MANUAL 

92220 DACC DIRECT ACCESS COMMUNICATION CHANNEL TECH MANUAL (REV. PKG.) 

91602 DATA MULTIPLEX CHANNEL FOR 925/930/9300 LOGIC DIAGRAMS 

9228/9 ARMING INTERRUPT INSTALLATION DATA 

PX18 POWER SUPPLY TECHNICAL MANUAL 

PX19 POWER SUPPLY TECHNICAL MANUAL 

PX20# PX21 POWER SUPPLY TECHNICAL MANUAL 

PX22 POWER SUPPLY TECHNICAL MANUAL 

PX23 POWER SUPPLY SERVICE MANUAL 

PX23 POWER SUPPLY SERVICE MANUAL (REV. PKG.) 

PX25 POWER SUPPLY TECHNICAL MANUAL 

92280/9C ARMINQ INTERRUPT INSTALLATION DATA 

91280/90, 93280/90 ARMING INTERRUPT INSTALLATION DATA 

9130 PAPER TAPE READER/COUPLER INSTALLATION DATA 

9131 PAPER TAPE READER INSTALLATION DATA 

9135 paper tape spooler installation data 

91500 mem9ry interface connection preliminary technical manual 

9174d/e, 9179d/f line printer logic diagram (0e^-dp4000 series) vol. i 

9174d/e, 9179d/e line printer logic diagram (0em-dp4000 series) vol. ii 

9174/9179 line printer installation data 

9246a,p/9248 - 92463/92483* 9346/9348 mag tape system install. data 

9232/9234/9237 teletype installation data 

9446/9448 magpak tape system installation data 

9p340 paper tape console installation data 

92010 power fail safe (auto-start up) installation data 

9201 b power fail safe (auto. start up) installation data 

9230 paper tape reader installation 

mag tape transport, single capstan 75jps technical manual 

9546/9548/95462/95482 mag tare systems technical manual 

9546/9548/95462/95482 mag tape systems technical manual (rev. pkg.) 

91880 real time clock installation data 

91712*1 data subchannel dsc-ii logic diagrams 

91711 data subchannel dsc-i logic diagrams 
px27/px14/px15 power supplies technical manual 
91602 dmc multiplex channel technical manual 
91601 data multiplex channel technical manual 
917h data subchannel dsc-i technical manual 

91712 data subchannel dsc-i i technical manual 
91800 external interlace technical manual 
9153 card reader installation data 

9372 line printer installation data 

92010 power fail safe system technical manual 

real-time clock model 91880 technical manual 

installation data - 9366/9367 radio access data (rad) file 

9126 signal coupler technical manual 

pt18 power supply technical manual 

pt19 power supply technical manual 

7-06 



SD5 

Program Availability List 
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**** 9- SERIES GENERAL LITERATURE **** 



PUBL1CATI8N 


VERSION 


PRICE 


NUMBER 


DATE 




900868A 


5/67 


4#75 


900869A 


6/67 


8*00 


900871A 


1/67 


9t00 


900871A 


12/68 


« 


900875A 


8/65 


7.00 


900877A 


3/65 


2»00 


900877A 


12/65 


m 


900877A 


• 


■ 


900880A 


5/66 


10*50 


900880A 


3/68 


■ 


900880A 


8/68 


■ 


900880A 


1/69 


■ 


900880A 


1/69 


■ 


900881A 


4/65 


1.50 


900888B 


8/66 


3.75 


900890A 


1/66 


1.25 


900892A 


2/66 


.75 


900894A 


2/66 


7t75 


900895A 


1966 


C 


900903A 


8/65 


1.00 


900905A 


2/66 


1.75 


900909A 


3/66 


2.50 


900911A 


8/67 


3.25 


9009J2A 


6/65 


1.50 


900914A 


8/66 


5.00 


900915A 


8/66 


LOO 


900916A 


8/66 


2.50 


900919A 


11/65 


3.25 


900924A 


4/65 


5.00 


900926A 


8/66 


12*50 


900926A 


8/66 


13*50 


900928A 


1/66 


4.00 


90C929A 


1/66 


4*00 


900930A 


3/66 


4.00 


900933A 


6/66 


1.50 


900937A 


1/66 


25.00 


900940A 


6/65 


2.50 


900941A 


1/66 


2.00 


900942A 


6/65 


3.00 


900949D 


1966 


C 


900951A 


10/63 


C 


900985A 


7/65 


1.00 


900985A 


12/65 


• 


900986A 


7/65 


2.00 


900986A 


12/65 


• 


900987A 


5/66 


10.00 


900988A 


7/65 


1.75 


900988A 


8/65 


* 


90C988A 


2/66 


V 


900996A 


• 


C 


901024A 


7/66 


3.75 


901025A 


8/67 


8.50 


901026A 


2/67 


8.50 


901026A 


3/68 


■ 


901027A 


4/66 


3.75 


901029A 


10/67 


8.00 


901030A 


3/67 


9.50 


901034A 


8/66 


9.25 


901035A 


4/66 


10*00 


901035A 


1/69 


• 


901040B 


4/67 


5.75 


901055A 


1965 


C 


901056A 


10/65 


.75 


901057A 


10/65 


1.75 


901057A 


2/66 


* 


901058A 


10/65 


1*25 


901078B 


1/69 


1*50 


901079A 


3/67 


1*60 


901080B 


1/69 


1*25 


901087A 


1966 


C 


901088A 


1966 


c 


901089A 


1966 


c 


901091A 


1966 


c 



(REV. 


PKQ. 


1) 


(REy. 


PKG. 


2) 


(REV. 


PKG. 


3) 


(REV. 


PKQ. 


*) 



TITLE 

MAG TAPE TRANSPORT SINGLE CAPSTAN 120 IPS TECHNICAL MANUAL 

MAG-TAPE CONTROLLER/DATA ELECTRONICS ASSEMBLY FOR 120-IPS TAPE TECH MANUAL 

CORRELATION AND FILTERING UNIT CFE-1 MOD 9189-9290 TECHNICAL MANUAL 

CORRELATION AND FILTERING UNIT CFE»1 MOD 9l«9*9890 (REV. PKG.) 

9215/9224/9225 DATA COMMUNICATION EQUIPMENT TECHNICAL MANUAL 

9470/9471* 9570/9571 HIGH SPEED PRINTER COUPLER LOGIC DIAGRAMS 

9470/9471/ 9570/9571 HIGH SPEED PRINTER COUPLER (REV. PKG.) 

9571 HIGH SPEED PRINTER COUPLER LOGIC LAYOUTS (REV. PKG.) 

9171/9379 LINE PRINTER TECHNICAL MANUAL 

9171/9379 LINE PRINTER TECHNICAL MANUAL 

9171/9379 LINE PRINTER TECHNICAL MANUAL 

9171/9379 LINE PRINTER TECHNICAL MANUAL 

9171/9379 LINE PRINTER TECHNICAL MANUAL 

91212 INTERLACE/91213 EXTENDER CHASSIS/9423 24 BIT EXTENDER LOGIC DIAGRAMS 

KEYBOARD PRINTER AND PUNCH LOGIC LAYOUTS- 

91260 EXTENDED SIGNAL COUPLER LOGIC LAYOUTS 

9670 OFF-LINE COUPLER LOGIC LAYOUTS 

9189/9280 CORRELATION AND FILTERING UNIT CFE-1 LOGIC LAYOUTS 

9185 cathode ray tube display installation data 

9134b/9134c typewriter ♦ punch theory of operation 

sds logging typewriter coupler 

sds introduction to data processing 

std auto/lift mag storage drums bryant series/5000/75000/10000/1s5000.0em 

px20 power supply service manual 

9234/9237/9239/9438 typewriter (©em) send/rfcelve illust. parts 

9334/9339 (oem) multiple wire distributor (ld) technical manual 

9334/9339 (oem) transmitter and distributor set parts breakdown 

9100 general purpose core buffer technical manual 

SDS-bECKMAN HYBRID COMPUTING COURSE _ 

9334/9339 (OEM-AUTO SEND-RECEIvE TELETYPE m 6 D 35 ASR) TECH MANUAL VOL.1 

9334/9339 (OEM-AUTO SEND. RECEIVE TELETYPE MOD 35 ASR) TECH MANUAL VOL. I I 

9234/9237/9239 (OEM-TELETYPE MOD 35 KSR/RO) TECH MANUAL VOL.1 

9234/9237/9239 (OEM-TELETYPE MOD 35 KSR/RO) TECH MANUAL VOL. 1 1 

9334/9339/9237/9239/9234 (OEM-TELETYPE MOD 35 ASR/KSR/ROj PRINTER PARTS LIST 

91398/9139C KEYBOARD PRINTER (OEM-IBM 241-5157-4) ILLUST. PARTS BREAKDOWN 

9146P/9246P/92462P/92463 TAPE TRANSPORT (OEM PLOTTER T-120) 

9153 CARD READER* 800 CPM (OEM-UNJVAC MH1018) ILLUSTRATED PARTS BREAKDOWN 

9153 CARD READER* 800 CPM (OEM-UNIVAC) M H MAINTENANCE INSTRUCTION 

9158 CARD PUNCH, 300 CPM (OEM-UNlvAC MH1087) ILLUST. PARTS BREAKDOWN 

9171/9379 HIGH SPEED PRINTER INSTALLATION DATA 

E-6-512 TYPEWRITER CHECKOUT INTERDEPARTMENTAL M FMO 10/4/63 

9100 CORE MEMORY BUFFER* LOGIC DIAGRAMS 

9100 CORE MEMORY BUFFER (REV. PKG.) 

9224-01 SEND LOGIC* 9224-02 SEND CHANNEL LOGIC DIAGRAMS 

9224-01 SEND LOGIC* 9224-02 SEND CHANNEL (REV» PKG*) 

9187 CATHODE RAY TUBE DISPLAY TECHNICAL MANUAL 

9225-01 RECEIVER LOGIC* 9225-02 RECEIVER CHANNEL CHASSIS LOGIC DIAGRAMS 

9225-01 RECEIVER LOGIC* 9225-02 RECEIVER CHANNEL CHASSIS (REV, PKG. 1) 

9225-01 RECEIVER LOGIC* 9225-02 RECEIVER CHANNEL CHASSIS (REV. PKG. 2) 

9158 CARD PUNCH, 300 CPM INSTALLATION DATA 

9434/9437 REMOTE KEYBOARD PRINTER SET TECHNICAL MANUAL 

9158 CARD PUNCH, 300 CPM TECHNICAL MANUAL 

CARD READER MODEL 9152 TECHNICAL MANUAL 

CARD READER MODEL 9158 TECHNICAL MANUAL (REV. PKQO 

9670 OFF-LINE COUPLER TECHNICAL MANUAL 

RAPID ACCESS DATA FILE MODELS 9367B* 9367c TECHNICAL MANUAL 

T.M. DISC FILE MODEL 9164 AND 9165 

9153 CARD READER TECHNICAL MANUAL 

9372 LINE PRINTER TECHNICAL MANUAL 

9372 LINE PRINTER TECHNICAL MANUAL (REV. PKQ.) 

MAG TAPE SYSTEM REFERENCE DRAWINGS FOR A+p 

9167/9267 DISC FILE MEMORY INSTALLATION DATA 

9321 INTERLACE LOGIC DIAGRAMS FOR 910/920 COMPUTERS 

9334 PRINTER* PUNCH AND READER LOGIC DIAGRAMS 

9334 PRINTER* PUNCH - READER LOGIC DIAGRAMS (REV. PKG.) 

91800-1/91800-2 INTERLACE LOGIC DIAGRAMS 

PT14/PT15 POWER SUPPLY TECHNICAL MANUAL 

PT17 POWER SUPPLY TECHNICAL MANUAL 

PT16 POWER SUPPLY TECHNICAL MANUAL , 

91601 DATA MULTIPLEX CHANNEL INSTALLATION DATA 

91602 DATA MULTIPLEX CHANNEL INSTALLATION DATA 
91711/91712 DSC-I/II INSTALLATION DATA 

91800 EXTERNAL INTERLACE (EIN) INSTALLATION DATA 
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5DS 

Program Availability List 
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**** 9-SERIE* GENERAL LITERATURE **** 



PUBLICATION VERSI8N PRICE 
NUMBER DATE 



TITLE 



901092A 


1966 


901095B 


1966 


901096A 


8/66 


901097A 


8/65 


901098A 


8/65 


901099A 


8/65 


901100A 


9/65 


901101A 


1966 


901102A 


1965 


901103A 


1965 


90H39A 


1/67 


901140A 


10/67 


901157A 


6/68 



C 92990/92992 MAM MULTIPLE ACCESS T8 MEM8RY INSTALLATION DATA 

C 9189/9280 CFE-1 C8RRELATI0N AND FILTERING unit INSTALLATION DATA 
3.25 9246A/9248* 92461A/92481 AND 92462A/92482 MAG TAPE SYSTEM TECH MANUAL 
4.00 9246P/924S, 92461P/92481 AND 92462P/92482 mag TAPE SYSTEM TECH MANUAL 
4.50 92463P/92483 MAG TAPE TECHNICAL MANUAL 
4*50 9346A/9348 MAG TAPE TECHNICAL. MANUAL 

•25 91603 32K MEMORY* DIRECT ACCESS 

C 95462/95482 MAG TAPE TRANSPORT AND CBNTRBLLER INSTALLATION DATA 

C — 9231 INTERLACE INSTALLATIBN DATA 

C — 91212 INTERLACE/9423 24 BIT I/O EXTENDER/91213 INTERLACE EXTENDER 
4.75 CIRC-DC USER'S MANUALtSDS 900 SERIES 
1.25 PT10 P8WER SUPPLY TECHNICAL MANUAL 
1.00 PT20 P8WER SUPPLY TECHNICAL MANUAL 



90063*A 


7/66 


12 


.50 


900634A 


2/67 






900640B 


9/67 


3 


• 50 


9006406 


6/68 






9008443 


12/65 


1 


.25 


900845B 


12/65 


1 


.00 


900852A 


3/66 


6 


.00 


900853A 


4/66 


5 


.00 


901089A 


1966 


( 




901110C 


1/69 


1 


^75 


901111C 


8/68 


1 


• 00 


901112B 


1/69 




.75 


9011133 


12/67 


1 


.00 


901114A 


6/67 


1 


.50 


9011163 


8/68 


5 


.00 


901117A 


10/67 


1 


.50 


901113B 


4/68 




.75 


901142A 


3/67 




.50 


901154A 


4/67 




.50 


901169A 


5/67 


7 


.75 


901579A 


1/69 


2 


.50 



. #### 940 CBMPUTER LITERATURE •••* 

SDS 940 CBMPUTER DIAGN8STIC SYSTEM TECHNICAL MANUAL 
SDS 940 C8MPUTER DIAGN8STIC SYSTEM (REV. PKG. ) 
940 CBMPUTER REFERENCE MANUAL 

C8RRECTI8NS T8 SDS 940 COMPUTER REFERENCE MANUAL 
91712*1 DATA SUBCHANNEL DSC-II L8GIC DIAGRAMS 
91711 DATA SUBCHANNEL DSC. I L8GIC DIAGRAMS 

91711 DATA SUBCHANNEL DSC-I TECHNICAL MANUAL 

91712 DATA SUBCHANNEL DSC-II TECHNICAL MANUAL 
91711/91712 DSC-I/I I INSTALLATI8N DATA 

FORTRAN II REFERENCE MANUAL F8R SDS 940 TJMeSHARE C8MPUTER SYSTFM 

BASIC-REFERENCE MANUAL FBR SDS 940 TIMESHARING CBMPUTER SYSTEM 

QED REFFRENCE MANUAL FOR SDS 940 TIMESHARING CB M PUTER SYSTEM 

SDS 940 DDT REFERENCE MANUAL CflMPuTER SVSTE" 

CAL REFFRENCE MANUAL FBR SDS 940 Tl M ESHARl\G CBMPUTER SYSTEM 

SDS 940 TIME-SHARING SYSTEM (VERSION 2»C) TFCHNICAL MANUAL 

TAP REFFRENCE MANUAL FOR SDS 940 TIME-SHARING CBMPUTER SYSTEM 

TERMINAL USERS GUIDE FOR SDS 940 TI"E-SHARI\g CBMPUTER SYSTEM 

SDS 940 F8RTRAN II TECHNICAL N8TES 

SDS RAD/TAPE SYSTEM GENERATI8N FBR 940 COMPUTER TECHNICAL N6TES 

940 CBMPUTER SYSTEM EXERCISER PROGRAMMING TECHNICAL MANUAL (REF. 980252) 

940 C0NVERSATI8NAL FBRTRAN REFERENCE MANUAL 



#*»#SIGMA 2 CBMPUTER LITERATURE 



900630A 


2/68 


14 


.00 


900676A 


6/67 


2 


.50 


900839A 


2/67 


3 


.00 


900841A 


5/67 


1 


.75 


9009640 


8/67 


2 


.00 


900967C 


8/68 


2 


.25 


900967C 


11/68 






901006A 


3/67 


4 


.00 


901C07C 


2/69 


3 


.75 


901C15A 


10/67 


1 


.25 


901016A 


3/67 


3 


.25 


9010363 


10/68 


4 


.25 


901037A 


10/68 


3 


.50 


9010473 


7/68 


2 


• 00 


901051C 


3/68 


1 


.50 


901052B 


9/68 


2 


• 25 


901061A 


4/68 


1 


• 25 


901C64B 


3/69 


3 


.00 


901124B 


7/67 




.75 


901127A 


2/67 


6 


.75 


901128A 


1/67 




.75 


901131C 


3/69 


1 


.25 


901137A 


7/67 


2 


.00 


901146A 


6/67 




.50 


901147A 


5/67 




.50 



SIGMA 2 CBMPUTER TECHNICAL MANUAL 

SIGMA 2 MEM8RY ( 8K ) TEST (MEDIC) DIAGNOSTIC PR9GRAM MANUAL 

DIAGNOSTIC CBNTRBL PR8GRAM FOR SIGMA 2 COMPUTER PERIPHERAL DEVICES 

DIAGNBSTIC PRBGRAM MANUAL SIGMA 2 SYSTEM TEST MBNITOR 

SIGMA 2 CBMPUTER REFERENCE MANUAL 

SIGMA 2 BASIC FORTRAN REFERENCE MANUAL 

SIGMA 2 BASIC FORTRAN REFERENCE MANUAL (REV. PKG.) 

DIAGNOSTIC PROGRAM MANUAL/ SIGMA 2 CPU DlAGvBSTIC SYSTEM (SFNCE) 

DIAGNOSTIC PROGRAM M A NUAL SIGMA 2 CPU (AUT8) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 CPU (PATTER*) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 CPU (INTERRUPT) 

SIGMA 2 BASIC FORTRAN MATH LIBRARy/RUN-TIme 

SIGMA 2 REAL-TIME BATCH MONITOR REFERENCE MANUAL 

STAND-ALONE SYSTEMS BpERATJBNS MANUAL FBR SDS SIGMA 2 COMPUTERS 

SYMBOL REFERENCE MANUAL FOR SIGMA 2 CBMPUTER 

SIGMA 2 EXTENDED SYMB8L REFERENCE MANUAL 

SIGMA 2 BASIC FORTRAN OPERATIONS MANUAL 

SIGMA 2 BASIC CONTROL MONITOR REFERENCE M A NUAL 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 DIAGNOSTIC BINARY GENERATOR (2 DlBlGEN) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 I/O TEST UTILITY PROGRAM 

DIAGNOSTIC PRBQRAM MANUAL SIGMA 2 RELOCATABLE DIAGNOSTIC LOADER 

DIAGNBSTIC PRBGRAM MANUAL SIGMA 2 INTEGRAL JOP ♦ WRITE DIRECT INTERFACE TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 EXTERNAL INTERRUPT 

DIAGNBSTIC PRBGRAM MANUAL SIGMA 2 BUFFERED LINE PRINTER SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 KEYBOARD PRINTER SYSTEM TEST 
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**** SICMA 2 COMPUTER LITERATURE **** 



PUBLICATION VERSION PRICE 
NUMBER DATE 



TITLE 



901148A 

901149b 

901150A 

901151A 

901152A 

901155B 

901159B 

901160B 

901162A 

901163A 

901164C 

9011668 

901167A 

90U68A 

901506A 

901508A 

901510B 

901512A 

901517A 

901525A 

901526A 

901536B 

901538A 

901549B 

901553B 

901555A 

901556A 

901558A 

901559A 

931560A 

901563A 

901571A- 

901596A 

901598A 



6/67 

3/69 

5/67 

6/67 

6/67 

10/68 

2/68 

9/68 

2/68 

5/67 

1/69 

8/68 

9/67 

3/68 

4/68 

3/68 

12/68 

5/68 

1/68 

10/68 

4/68 

10/68 

4/68 

3/69 

1/69 

11/68 

10/68 

9/68 

10/68 

12/68 

11/68 

10/68 

1969 

3/69 



.75 

4*25 

• 50 
.50 

• 50 
2.75 
5.50 
ltOO 
5.75 
2.50 
2*25 
4.50 
4*25 
6.00 
1.25 
4.25 
5.50 
3.50 
3.00 
1.25 
1.00 
4.75 
4.50 
4.25 
4.25 
1.75 
1»25 
1.00 
4.50 
5.50 

.50 
.50 
C 
3.75 



DIAGNOSTIC PROGRAM M A NUAL SIGMA 2 MEDIUM SPEED (RAD) SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 9 CHANNEL MAG TAPE SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 CARD PUNCH SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 CARD READER SYSTE M TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 PAPER TAPE READER/PUNCH SYSTEM TEST 

DIAGNOSTIC PROGRAM M A NUAL SIGMA 2 PAPER TAPE READER/PUNCH TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 LINE PRINTER TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 POWER FAIL-SAFE TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 CARD READER/PUNCH TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 KEYBOARD PRINTER (KSR/ASR) TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 REAL-TIME CLOCK TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 MAG TAPE TEST (9.CHANNEL 75/150 IPS) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 MEDIUM SPEED RAD FILE TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 CHARAC ORIENTED COMMUN CONTROLLER TFST 

SIGMA 2 BASIC CONTROL MONITOR OPERATIONS MANUAL 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 KEYBOARD DISPLAY TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 DATA SET CONTROLLER TFST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 AUTOMATIC DIALING EQUIPMENT TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 GRAPH PLOTTER 

SIGMA 2 BASIC FORTRAN IV OPERATIONS MANUAL 

SIGMA 2 BASIC CONTROL MONITOR TECHNICAL MANUAL 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 7. CHANNEL MAG TAPE TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 HIGH CAPACITY RAD FILE TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 PERIPHERAL SWITCHING FQUIPMENT TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 LOW SPEED CARD PUNCH TEST 

SIGMA 2 REAL-TIME BATCH MONITOR OPERATIONS MANUAL 

SIGMA 2 REAL-TIME BATCH MONITOR SUBSYSTEMS REFERENCE MANUAL 

SIGMA 2 RELOCATABLE DIAGNOSTIC PROGRAM LOADER 

DIAGNOSTIC PROGRAM m anUal S j QMa 2 R E M©TE BATCH TERMINAL TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 CHANNEL INTERFACE UNIT TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 LOW SPEED CARD j»UNCM SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 2 WATCHD06 TIMER^EST , 

SIGMA 2 COMPUTER DATA CARD 

SIGMA 2 LOW SPEED LINE PRINTER DIAGNOSTIC PROGRAM MAUAL 



•#**SIGMA 5 COMPUTER LITERATURE ••#• 



90C712A 


1/67 


?., 


50 


900«25B 


12/68 


3 


25 


90C8703 


2/68 


3 


75 


900891C 


10/68 


1 


00 


900906C 


7/68 


2 


.50 


900952B 


11/66 


4 


75 


900953C 


4/68 


2 


► 75 


900954B 


7/68 


7 


.50 


900956B 


2/68 


5 


.50 


900959C 


9/68 


4 


.00 


90Q966C 


8/68 


3 


.00 


900972B 


1/68 


1 


.00 


900980A 


6/68 




.75 


901053B 


9/68 


1 


.00 


901071A 


2/67 




.50 


901076B 


5/68 


1 


.50 


901085A 


7/68 




.75 


901086A 


3/67 




.50 


901090A 


3/67 




.75 


901119A 


3/67 


1 


.25 


901120A 


3/67 




.75 


90H21A 


3/67 


1 


.00 


901122A 


3/67 




.75 


901123A 


2/67 


7 


.75 


901125C 


1/69 


4 


.75 


901129B 


8/68 


4 


.50 


901130B 


5/68 


3 


.75 


901132C 


12/68 


3 


• 25 


901133B 


9/67 


2 


.00 


901134C 


2/69 


2 


.50 



DIAGNOSTIC CONTROL PROGRAM FOR SIGMA 5/7 CO M PUTFR PERIPHERAL DEVICES 

DIAGNOSTIC PROGRAM MANUAL SlQMA 5/7 MEMORy (8K) TEST (MEDIC 75) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CPU (VERIFY) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CPU (PATTERN) 

SIGMA 5/7 MATHEMATICAL ROUTINES TECHNICAL MANUAL 

SIGMA SYMBOL AND META SYMBOL REFERENCE MANUAL 

SIGMA 5/7 BASIC CONTROL MONITOR REFERENCE ^ANUAL 

BATCH PROCESSING MONITOR REFERENCE MANUAL 

SIGMA FORTRAN Iv REFERENCE MANUAL 

SIGMA 5 COMPUTER REFERENCE MANUAL 

FORTRAN IV-H REFERENCE MANUAL FOR SDS SIGMA 5/7 COMPUTERS 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 RELOCATABLE DIAG. PROG. LOADER 

7211/7212 HIGH SPEED RAD STORAGE SYSTEM REFERENCE MANUAL 

STAND ALONE SYSTEMS OPERATION MANUAL 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 MEMORY INTERLEAVING TEST (MIT) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 SYSTEMS TEST MONITOR 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 BUFFERED LINE PRINTER SYSTEM TFST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 KEYBOARD/PRINTER SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 MEDIUM SPEED (RAD) SYSTE* TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 9-CHANNEL m *G TAPE SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CARD PUNCH SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CARD READER SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 PAPER TAPE READER/PUNCH 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 LINE PRJNTER 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CARD READER/PUNCH SYSTEM TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 9.CHANNEL MAGNETIC TAPE TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 MEDIUM-SPEED RAD FILE TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 PAPER TAPE READER-PUNCH TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 KEYBOARD-PRINTER (KSR/ASR) TEST 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 INTFRRUPT TEST 
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JUNE 15, 1969 



**** SIGMA 5 COMPUTER LITERATURE **** 



PUBLICATION VERSION PRICE 
NUMBER DATE 



TITLE 



901135B 
901136B 
901138A 
901143A 
901143A 
90114*B 
901145B 
901156C 
901158A 
901161A 
901165A 
901172A 
901198B 
901199C 
901500A 
901501A 
901502A 
901505A 
901507A 
901509A 
9015HA 
901516A 
901518A 
901519B 
901523C 
901524A 
901531A 
901535A 
901539A 
901540B 
901546A 
901546A 
901550A 
901551A 
901552A 
90155<»A 
90156<»A 
931572A 
901577A 
901583A 
901584A 



12/68 
9/68 
8/67 
1/69 
1/69 
4/68 
3/68 

12/68 
9/67 
7/67 
9/67 
9/68 
3/69 
2/69 
7/68 
7/68 
4/68 

11/67 
2/68 
4/68 
5/68 
2/68 
1/68 

10/68 
3/69 
3/69 
3/68 
5/68 

11/68 

11/68 

1/69 

1/69 

7/68 

10/68 

12/68 

10/68 

11/68 

9/68 

2/69 

1/69 

11/68 



1 
3 
3 

1 
5 
5 
2 
3 
3 
29 

1 
5 
1 

9 
4 
4 
3 

1 
2 
2 
9 

3 

4 
3 
4 
4 
1 
1 
5 
5 
3 
2 

1 
3 
2 



75 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 POWER FAIL SAFE TEST 
00 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 REAL TI M E CLOCK TEST 
75 FORTRAN IV-H LIBRARY/RUN TIME TECHNICAL MANUAL 
50 SIGMA 5/7 FORTRAN IV OPERATIONS MANUAL 

SIGMA 5/7 FORTRAN IV OPERATIONS MANUAL (REV. PKGO 
25 SIG M A 5/7 FORTRAN IV-H OPERATIONS MANUAL 

00 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 MODIFIED LINE PRINTER 
25 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CHARAC, ORIENTED COMMUN. CONTROLLER 
50 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 SELECTOR I8p CHANNEL TEST 
00 DIAGNOSTIC PROGRAM MANUAL SIGMA 5 INTEGRAL JOP CHANNEL TEST 
50 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 MAGNETIC TAPE TEST (7-CHANNEL) 
50 SIGMA 5 COMPUTER TECHNICAL MANUAL 
50 BATCH PROCESSING MONITOR OPERATIONS MANUAL 
50 SIG"A 5/7 (RAD) SORT REFERENCE MANUAL 
00 SIGMA 5/7 C0B0L-65 REFERENCE MANUAL 
25 SDS COBOL-65 OPERATIONS MANUAL 

75 SIG M A 5/7 1400 SERIES SIMULATOR REFERENCE MANUAL 
75 NUMERICAL SUBROUTINE PACKAGE TECHNICAL M ANUAL 

75 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 KEYBOARD DISPLAY TEST 7550/7555 
00 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 DATA SFT CONTROLLER TEST 
75 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 AUTOMATIC DIALING EDuIP M ENT (APE) TEST 
25 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CPU (MEMORY PROTECT) 
75 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 GRAPH PLOTTER 
25 DIAGNOSTIC PROGRAM MANUAL SIGMA 5 CPU (SUFFIX) 
25 DIAGNOSTIC PROGRAM MANUAL SIGMA 5 CPU PRflGRA M TFST (AUTO) 
00 SIGMA 5/7 FORTRAN IV LIBRARY 

25 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 HIGH SPEED RAD FILE TEST 
50 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CFE-3 PROGRAM 

50 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 PERIPHERAL SWITCHING EGUIP. TEST 
25 DIAGNOSTIC PROGRAM MANUAL SlQMA 5/7 EXTENOE? PERFORMANCE (RAD) FILE 
25 SIG^A 5/7 BASIC REFERENCE MANUAL 

2«S SIG"A 5/7 BASIC REFERENCE MANUAL m ^ t _ o ^ 

75 DIAGNOSTIC PROGRAM "ANUAL SIGMA 5/7 RE"PTE BATCH TERMINAL TFST 
25 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CHANNFL INTERFACE UMT TEST 
50 DIAGNOSTIC PROGRAM manual SIGMA 5/7 LOW SPEFD CARD PUNCH TEST 
75 DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 4 BYTF "HP TEST _ we __ M Tre . 
50 DIAGNOSTIC PROGRAM "ANUAL SIGMA 5/7 LOw SPEED CARD PUNCH SYSTE M TEST 
75 DIAGNOSTIC OROGRAM m a njUAL SIGMA 5/7 MEMpRv rNV I^'ONMENTAL TEST 
50 SIGMA 5/7 BATCH TIME-SHARING MONITOR REFERENCE MANUAL 
75 SIGMA 5/7 REAL-TIME BATCH MONITOR (RBM-1) RfFERENCE MANUAL 
50 DIAGNOSTIC PROGRAM "ANUAL SIGMA 5/7 CPU F«R»AT CONVERTER/CPU L n AD£R 



• ••♦SICi M A 7 COMPUTER LITERATURE •••# 



900712A 


1/67 


2. 


50 


90C«24A 


4/67 


1« 


75 


9008256 


12/68 


3 


25 


900870B 


2/68 


3« 


75 


900872A 


8/68 


10< 


50 


900891C 


10/68 


1 


00 


900893A 


11/68 


3< 


00 


900898A 


3/68 


12" 


00 


900R98A 


9/68 






900906C 


7/68 


2. 


50 


900908A 


9/68 


2. 


75 


900920A 


8/68 


1. 


00 


900950F 


12/68 


5. 


00 


900952B 


11/66 


4 


75 


900953C 


4/68 


2 


75 


900954B 


7/68 


7 


50 


900956B 


2/68 


5 


,50 


900966C 


8/68 


3 


.00 


900972B 


1/68 


1 


OC 


900980A 


6/68 




75 


901053B 


9/68 


1 


.00 


901060A 


4/67 


15 


• 25 


901060A 


4/67 


28 


00 


901060A 


1/68 


8< 


50 


901060A 


1/67 


17. 


75 


901060A 


1/68 


• 


■ 


901071 A 


?/67 


• 


SO 



DIAGNOSTIC CONTROL PROGRAM FOR SIGMA 5/7 C*« p UTFR PERIPHERAL DEVICES 
DIAGNOSTIC PROGRAM MANUAL SlG^A 7 CPU (SENSF) 

DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 ME*OR Y ( 8K) TEST (MEDIC 75) 
DIAGNOSTIC PROGRAM M A MUAL SIGMA 5/7 CPU (VERIFY) 
DIAGNOSTIC PROGRAM MANUAL SIGMA 7 CPU ( AUTO ) 
DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 CPU (PATTERN) 
DIAGNOSTIC PROGRAM MANUAL SIGMA 7 SUFFIX 
DIAGNOSTIC PROGRAM MANUAL SIGMA 7 CPU (FLOAT) 
DIAGNOSTIC PROGRAM MANUAL SIGMA 7 CPU (FLOAT) RFV. P«G. 
SIGMA 5/7 MATHE M ATICAL ROUTINES TECHNICAL MANUAL 
DIAGNOSTIC PROGRAM MANUAL SIGMA 7 CPU (DECIMAL) 
DIAGNOSTIC PROGRAM MANUAL SIGMA 7 CPU ( M AP) 
SIGMA 7 COMPUTER REFERENCE MANUAL 
SIGMA SYMBOL AND M£TA SYMBOL REFERENCE M ANUAL 
SIGMA 5/7 BASIC CONTROL MONITOR REFERENCE "ANlJAL 
BATCH PROCESSING MONITOR REFERENCE "ANUAL 
SIGMA F6RTRAN IV REFERENCE MANUAL 

FORTRAN IV-H REFERENCE MANUAL FOR SDS SIGMa 5/7 COMPUTERS 
DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 RELOCATABLE DIAG. PROG. LOADER 
7211/7212 HIGH SPEED RAD STORAGE SYSTEM REFERENCE MANUAL 
STAND ALONE SYSTEMS OPERATION MANUAL 
SIGMA 7 COMPUTER TECHNICAL MANUAL VOL. I 
SIGMA 7 COMPUTER TECHNICAL MANUAL VOL. II 
SIGMA 7 COMPUTER TECHNICAL MANUAL VOL. Ill 
SIGMA 7 COMPUTER TECHNICAL M ANUAL VOL. IV 
SIGMA 7 COMPUTER TECHNICAL MANUAL VOL. IV (REV. PKQ. ) 
DIAGNOSTIC PROGRAM MANUAL SIGMA 5/7 MrMORv TMTFRLFAVING TFST {"1T1 
7-10 



